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cavalry under the command of Cromwell. York held out stubbornly; some detached forts were taken and the suburbs burnt,"but an attempted assault was bloodily repulsed. At the end of June, news came that Prince Rupert with fifteen thousand men had crossed the hills from Lancashire, and was marching to the relief of the city. The three generals, Leven, Fairfax, and Manchester, raised the siege in order to give battle to Rupert's army, but when they assembled their forces on the south bank of the Ouse, Rupert crossed to the northern bank, and reached York without striking a blow. On the morning of July 2nd, the parliamentary generals, finding themselves outmanoeuvred, and the resumption of the siege rendered impossible, were in full retreat to the south, when Rupert's attacks on their rearguard forced them to halt and offer battle. They drew up their army on some rising ground between Tockwith and Marston, overlooking the open moor on which the Royalists had taken their post. Between the armies, and marking the southern boundary of the moor, ran a hedge, and ditch, which Rupert had lined with musketeers, and some similar obstacles strengthened the royalist left flank. Rupert's army, reinforced by Newcastle's forces from York, numbered about eighteen thousand men, while the Parliamentarians amounted to about twenty-seven thousand^ but the Royalists had the advantage of a strong defensive position, and of open ground on which their cavalry could manoeuvre freely. For three hours the two armies faced each other